CINTERCERT 


CERTIFICATE OF REGISTRATION 


INTERCERT hereby certifies that the Recreational Diving Services -Training of Recreational Scuba 
Divers of 


WADI International OU 


Harju county, Tallinn, Kesklinna district, Tartu mnt 67 / 1- 13b, 10115, Estonia 


Has been successfully assessed as per the requirements of 


ISO 24801-1:2014 


For the scope of 


Supervised Diver - WADI Scuba Diver. 


Initial Certification Date : November 27, 2021 
Certificate Issue Date : November 27, 2021 
Surveillance Validity Date : November 26, 2023 
Recertification Date : November 26, 2024 


Registration Number: IC-TC-2111015 


Issued on behalf of InterCert 
Head - Certifications 


NOILWO1SILH39 


ISO 24801 
€INTERC=RT 


The validity of this certificate can be verified at www.intercert.com or through email at info@intercert.com. This certificate is 
the property of INTERCERT INC, 2001 Timberloch Place - Suite 500, The Woodlands, Texas 77380, United States and must be 


returned on request. 


